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Message Text 


UNCLASSIFIED 

PAGE 01 BANGKO 15997 051338Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

075464 051352Z/50 

R 050923Z JUNE 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5721 
AMEMBASSY SINGAPORE 
AMCONSUL HONG KONG 

UNCLAS BANGKOK 15997 

E.O. 11652: N/A 
TAGS: BTIO, TH 

SUB J : FOREIGN GOVERNMENT TENDER 

1. 549/01/T0073 

2. 06/05/78 

3. M. WARD 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO~ 

B. - 

C. PROCUREMENT DIVISION, PROVINCIAL ELECTRICITY AUTHORITY (PEA), 
200 NGARMWONGWAAN ROAD, BANGKOK 9. 

7. PEA-I-92/1978 

8. 07/10/78 

9.201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKO 15997 051338Z 


10. 3643000-0100. FOUR THOUSAND L.T. LIGHTNING ARRESTERS, RATED 
VOLTAGE 250-500 VOLTS, CLASS 2.5-6 KA, FURNISHED WITH LINE SUSPEN- 
SION CLAMP FOR AL CONDUCTOR SIZE 25-120 SQUARE MILLIMETER, DIS- 
CONNECTING DEVICE, FLEXIBLE CU INSULATED EARTH LEAD SIZE NOT LESS 
THAN 6 SQUARE MILLIMETER AND LENGTH NOT LESS THAN 430 MILLIMETER, 
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AND EARTH CONNECTOR FOR CONNECTING THE CU EARTH LEAD TO GALVANIZED 
STEEL STRANDED CONDUCTOR 9.0 MILLIMETER IN DIAMETER. ONE THOUSAND 
AND SEVEN HUNDRED H.T. LIGHTING ARRESTERS, RATED VOLTAGE 20-21 KV, 
CLASS 5KA, FURNISHED WITH LINE TERMINAL CLAMP FOR AL CONDUCTOR 
SIZE 35-70 SQUARE MILLIMETE, DISCONNECTING DEVICE, FLEXIBLE CU 
INSULATED EARTH LEAD SIZE NOT LESS THAN 13 SQUARE MILLIMETER AND 
LENGTH NOT LESS THAN 430 MILLIMETER, AND EARTH CONNECTOR FOR 
CONNECTING THE CU EARTH LEAD TO GALVANIZED STEEL STRANDED CON- 
DUCTOR 9.0 MILLIMETER IN DIAMETER. ONE HUNDRED H.T. LIGHTING 
ARRESTERS SIMILAR TO PRECEDING ITEM EXCEPT RATED VOLTAGE 30 KV 
AND MOUNTING BRACKET FOR MOUNTING THE ARRESTER ON A CROSS-ARM 
SECTION OF 100 X 120 MILLIMETER. FORTY-TWO H.T. LIGHTNING 
ARRESTERS, RATED VOLTAGE 20-21 KV, CLASS 10 KA, FURNISHED WITH 
LINE TERMINAL CLAMP FOR AL CONDUCTOR SIZE 35-70 SQUARE MILLIMETER, 
DISCONNECTING DEVICE, FLEXIBLE CU INSULATED EARTH LEAD SIZE NOT 
LESS THAN 16 SQUARE MILLIMETER AND LENGTH NOT LESS THAN 430 
MILLIMETER, AND EARTH CONNECTOR FOR CONNECTING THE CU EARTH LEAD 
TO GALVANIZED STEEL STRANDED CONDUCTOR 9.0 MILLIMETER IN DIAMETER. 

11. PROJECT FINANCED BY PEA BUDGET. TENDER DOCUMENTS ARE FOR SALE 
AT $30 PER SET FROM ADDRESS MENTIONED IN 6C ABOVE UNTIL 06/26/78. 

ONE COPY OF SPECIFICATIONS WILL BE AIR POUCHED TO COMMERCE ON 
06/08/78. 

WHITEHOUSE 


UNCLASSIFIED 


NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** LTNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 jun 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGK015997 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D780234-0460 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 978/newtext/tl 978061 1 1/aaaafnvf. tel 

Line Count: 90 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: 9f284f7e-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2175541 
Secure: OPEN 

Status: <DBA CORRECTED> srp 970825 
Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BTIO, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9f284f7e-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
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EO Systematic Review 
20 Mar 2014 
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